Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Radio Officer 


Warwickshire 
General Cargo - 15,924 d.w.t. 


http://sunderlandships.com/view.php?official_ number=&imo=& 
builder=&builder_eng=&year_ built=&launch after=&launch_bef 
ore=&role=&type_refi=&propulsion=&owner=&port=&flag=&dis 





posal=&lost=&ref=100550&vessel- WARWICKSHIRE 


Autumn 1967 


(21/11/1967) 
Captain Butterworth J.J 
Chief Eng Officer Brown L.G 


2nd Eng Officer Clark J.D 
3rd Eng Officer Brooks M.A 


Clarkson R.J.E 
Tiller C.R 


Gow P.D 4th Eng Officer Taylor R 
Tacey P 5th Eng Officer Kenyon J 
Pollitt T.J 6th Eng Officer Harrison M 
Morris R.A Electrical Officer Young |.D 
Mullan B.A 
Heaslip G 
Carpenter MoonG 
Summer 1968 
(22/06/1968) 
Captain Mills M.C 
Chief Eng Officer Brown L.G 
Philip B.P 2nd Eng Officer Cowley J.A.R 
Scott H.A 3rd Eng Officer Craig C.G 
Morris T.N 4th Eng Officer Hartharn P.J 
Kellett P 5th Eng Officer Fairley G.T 
Paulusz C 6th Eng Officer Turner W.G 
Hodgkinson J.H Electrical Officer Fieldsend L.B 
Fallon F.R 
McNeil R 


Carpenter 


Devitt M.J 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Autumn 1968 


(01/12/1968) 


Captain Mills M.C 
Chief Eng Officer Willoughby R.S 





Philip B.P 2nd Eng Officer Cowley J.A.R 
McCall A.P 3rd Eng Officer Craig C.G 
Morris T.N 4th Eng Officer Hartharn P.J 
Kellett P 5th Eng Officer Fairley G.T 
Paulusz C 6th Eng Officer Turner W.G 
Hodgkinson J.H Electrical Officer Fieldsend L.B 
Fallon F.R 
McNeil R 
Carpenter Devitt M.J 
Summer 1969 
(30/06/1969) 
Captain Moore A.R 
Chief Eng Officer Robertson A 
Horn M.J 2nd Eng Officer Meiklejohn A 
Taylor R.1 3rd Eng Officer Taylor R 
Williams J.H 4th Eng Officer Douglas A 
Farrimond M.J 5th Eng Officer Lane T.M.J 
Hill R.1 6th Eng Officer Steinson T.J 
Allen D.J.V Electrical Officer Sutherland K 
Stenton S.W.A 
Kays W.H 
Carpenter Williams H 
Serang (Deck) Bepari P 
Serang (Engine) Chandra Das R 
Storekeeper Hussain T 


Winter 1969 


(25/12/1969) 


Captain Hudson A 
Chief Eng Officer Gresham W.H 





Chief Officer Clayton D.R 2nd Eng Officer Smith M.D 
2nd Officer Birkett R 3rd Eng Officer Bowden R.B 
3rd Officer Bowers K.P.G 4th Eng Officer Nixon P 
Deck Cadet Burns A.S 5th Eng Officer White P.L 
Deck Cadet Jones S.T 6th Eng Officer Murray J.J 
Deck Cadet Stewart R.| Electrical Officer Butterworth A.D 
Deck Cadet Browning A.A 

Radio Officer Melia A 

Purser Kimberley D 
Carpenter Walker J.R 
Serang (Deck) Bepari P 
Serang (Engine) Chandra Das R 
Cook Sing P.N 
Storekeeper Hussain T 
Summer 1970 
(01/07/1970) 
Captain Hudson A 
Chief Eng Officer Findlay A 

Chief Officer Dyer S.R 2nd Eng Officer Hansen F.G 
2nd Officer Robins M.R 3rd Eng Officer Bowden R.B 
3rd Officer Davies |.T 4th Eng Officer Webster A.D.C 
Deck Cadet Carmichael |.D 5th Eng Officer Greenhalgh K 
Deck Cadet Moore A.M Engineer Cadet Burden J.S 
Deck Cadet Gallagher D.A Engineer Cadet Prescott R.D 

Radio Officer Phillips T Electrical Officer Hedley W.R.H 
Purser Murphy W 
Carpenter Hughes (ch) P 
Serang (Deck) Ehiah M 
Serang (Engine) Ganguli S.G 
Cook MohdG 
Storekeeper Manuel J 


Spring 1971 


(01/04/1971) 


Captain HudsonA 
Chief Eng Officer Ford A.J.K 


Chief Officer Philip B.P 2nd Eng Officer Smith M.D 
2nd Officer Appleton J.K 3rd Eng Officer Powell R 
Ext 2nd Officer Morris T.N 4th Eng Officer Jones A.D 
Deck Cadet Farrimond M.J 5th Eng Officer Chapman K 
Deck Cadet Williams P.G Engineer Cadet Simpson W 
Radio Officer Tracey R Engineer Cadet Cotton A 
Purser Martin H.H Electrical Officer Pugh J.E 


Carpenter Hughes (ch) P 
Serang (Deck) Hug K.M 

Serang (Engine) Chatterjee S.N 
Cook Gomes M 
Storekeeper AllumS.M 





Summer 1971 


(01/08/1971) 


Captain Mills M.C 
Chief Eng Officer Stokes G.W 


Chief Officer Milton W.R.F 2nd Eng Officer Hay W 
2nd Officer Creamer D.J 3rd Eng Officer Blower J.W 
3rd Officer Hodgson R.B 4th Eng Officer Byrne P 
Deck Cadet Baird J.H Jnr Eng Officer Fitzsimmons R 
Deck Cadet Cooke A.J Engineer Cadet Pritchard S.L 
Radio Officer Emmett R.P Engineer Cadet O'Brien T.H 
Purser Grey R.W Engineer Cadet Robinson S.A 


Electrical Officer Hacking A.L 
Carpenter Peacock W 
Serang (Deck) Burman G.R 
Serang (Engine) Das A.N 
Cook Gomez J 
Storekeeper Manuel J 





Chief Officer 
2nd Officer 
3rd Officer 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 

Radio Officer 

Purser 


Spring 1972 


(29/04/1972) 


Captain Hudson A 
Chief Eng Officer Stokes G.W 


Milton W.R.F 2nd Eng Officer McConnell R.J 
McWilliam J.M 3rd Eng Officer Lawrenson J 
Kuczynski R.V 4th Eng Officer Cook J 
Fell A.E 5th Eng Officer Kilcummins P 
Whitefoot-Greenland T. Jnr Eng Officer Alexander C.J 

Electrical Officer Davidson R.M 

Carpenter Blakely W.A 
Serang (Deck) Burman G.R 
Serang (Engine) Das A.M 
Cook Gomez J 
Autumn 1972 
(01/10/1972) 
Captain Weir R 
Chief Eng Officer MacDonald D.J 

Phillip B.P 2nd Eng Officer Mullaly A.E 
Malpass N.H 3rd Eng Officer Weall K 
Hughes P 4th Eng Officer Cotton A 
Peace C.G 5th Eng Officer Maslen J.F 
Owens R.J Jnr Eng Officer Olsen S 
Pine J.E Jnr Eng Officer Bell E.A 


Electrical Officer McEwan | 
Carpenter Roberts W.H 
Serang (Deck) Hossain A 
Serang (Engine) Das T.D 
Cook AliS 
Storekeeper Husain T 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 

2nd Officer 
Uncert 3rd Officer 
Deck Cadet 

Deck Cadet 

Deck Cadet 

Deck Cadet 

Radio Officer 
Purser 


Spring 1973 


(01/04/1973) 


Taylor R.1 

Set A 

Pilgrim D.J 
Hughes (ch) P 
Ringrose I.G 
Marsh C.H 
Clark C.N 
Ormrod W.R 
Maldonado A 


Captain Horn M.J 
Chief Eng Officer Shackleton J.H 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
Jnr Eng Officer 
Electrical Officer 


Winter 1974 


(01/03/1975) 


Robins M.R 
Nyunt M.T 
Thomas S.J 
Taylor D.A 
Hargreaves W.J.M 
Head C.R 
Donald B.L 
Connolly D 
Kimberley D 
Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


Turbitt D 
Trigg A 
Hartley M 
Surtees J.G 
O'Donnell T.P 
Holt G 


Captain Lightfoot A.F 
Chief Eng Officer Baker | 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
Engineer Cadet 
Engineer Cadet 
Electrical Officer 


O'Neill J.E.J 
Dey D.K 
Seal G 
Rahman H 
Nabi N 





Stephen-McRae M 
Mounsdon M.R 
Gardener N.P 
Kapur V 

Seddon A.J 
Middleton S.J 
Douglas A.| 


Summer 1975 


(19/09/1975) 


Captain Miller K.D 
Chief Eng Officer Fawcus F 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Lowe J.H 
Kinkead P.W.A 
Bush P.N 
Kitchen S.J 
Hosick L.G 
Marsh C.H 
Melia A 
Maldonado A 
Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
Engineer Cadet 
Electrical Officer 


Neary E.L.G 
Dey M.C 
Ghose N.R 
Gomes J 
Hossain T 





Winter 1975 


(16/02/1976) 


Gledhill S,H 
Leonard C 
McNaught | 
Brading T 
Mallett J.W 
McGrath D.M 
Lynn L.T 
Traynor J.A 
Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


Turner W.G 
Walker F.M 
Inman J.R 
Nesbitt D 
Jensen M 
Evans S 


Captain Hudson A 
Chief Eng Officer Crook W 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
Jnr Eng Officer 
Electrical Officer 


Miller A.J 
Dey M.C 
Ghose N.R 
Gomes J 
Hossain T 





Roberts D 
Smith J.M 

Holt D 
Humphries D.J 
Campbell N.C 


Summer 1976 


(10/09/1976) 


Captain Clayton D.R 
Chief Eng Officer Vick B 


Chief Officer Brown P.A 3rd Eng Officer Austen S.J.S 
2nd Officer Ashton J.M 4th Eng Officer O'Connell D.N 
3rd Officer Mortensen A.R Engineer Cadet Whitten S.J 
Deck Cadet Hume M.S Cadet Act Jnr Eng Officer McAlpine G 
Deck Cadet Haigh R.A Senior Elect Officer Shaw P.H 
Deck Cadet Murtagh S.K 
Deck Cadet Gunn J.S 

Radio Officer Howard P.R 

2nd Radio Officer Moorhouse F 
Purser Grey R.W 

Carpenter Miller A.J 

Serang (Deck) Dey H 

Serang (Engine) Roy M 

Cook Sing D 

Storekeeper Hussain M 

Winter 1976 


(23/02/1977) 


Chief Officer Lowe J.H 
2nd Officer Robinson M.G.E 
3rd Officer Madell K.R 
Deck Cadet Grace J.J 
Radio Officer Dennison P.R 
Purser Traynor J.A 
C.P.O 
Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


Captain Lightfoot A.F 
Chief Eng Officer Lewis S 
2nd Eng Officer Jones F.T 
3rd Eng Officer Good N.P.D 
4th Eng Officer Britton M.A 
5th Eng Officer Hill D.J 
Electrical Officer Fleetham S 


O'Neill J.J 
Dey H 
Roy M 
Sing D 
Hussain M 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 

Radio Officer 

‘rainee Radio Officer 
Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Autumn 1977 


(13/10/1977) 


Milton W.R.F 
Moore A.M 
Slade C.J 
Moore C.J 
Howard P.R 
Cooke R.C 
Oates J.W 
Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


Captain Ashton A.F 
Chief Eng Officer Chalker P 
2nd Eng Officer Firth M 
3rd Eng Officer Currid J.P 
4th Eng Officer McFadden J.P 
Cadet Act Jnr Eng Officer Jensen M 
Electrical Officer Le Marchand A.G 


Tregidgo A.J 
Qasim A 
Dey S.C 
Sardar B 
Rahman M 





Winter 1977 


(15/03/1978) 


Moore A.M 
Kachno A 
Slade C.J 
Crew A 
Cross W.M 
Cieslik N.P 
Perry D 
Palethorpe J.G 
Kays W.H 
Carpenter 
Serang (Deck) 
Serang (Engine) 
Storekeeper 


Captain Clayton D.R 
Chief Eng Officer Marsh N 
2nd Eng Officer Williams R 
3rd Eng Officer Keenan K.M 
4th Eng Officer Nicholson | 
Jnr Eng Officer Jensen M 
Electrical Officer McKeown J.F 


Hughes (ch) P 
Qasim A 

Dey S.C 
Rahman M 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Autumn 1978 


(27/09/1978) 


Captain McLeod K 
Chief Eng Officer McCarthy J.S 





Gledhill S,H 2nd Eng Officer Suddick A.C 
Brocklesby M.S 3rd Eng Officer Britton M.A 
McDowell P.R 4th Eng Officer Eastwood S 
Greaves A.S Jnr Eng Officer Cook A 
Singleton G.H Engineer Cadet Daintree A.J 
Wilkinson J.M Engineer Cadet Leach J.L 
Makin J Electrical Officer Williams D.A 
Kennedy J.R 
C.P.O0 Bhattacharjee P 
P.O. Paul K.C 
P.O. Biswas D.K 
Carpenter Hughes (ch) P 
Cook Chatterjee C.R 
Spring 1979 
(30/04/1979) 
Captain Clayton D.R 
Chief Eng Officer Carr D 
Hughes J.R 2nd Eng Officer Eccles W.G.A 
Best J.W.R 3rd Eng Officer Elliot A 
Browne D.G 4th Eng Officer Houston D.A 
Wright P.W.J Jnr Eng Officer Pascoe R.G 
Bleasby S.C Engineer Cadet Hay N.W 
Cook R.C Electrical Officer Talbut D 
Grey R.W 
C.P.0 Bhattacharjee P 
P.O. Paul K.C 
P.O. Biswas D.K 
Carpenter Taylor H.J 
Cook Chatterjee C.R 
Storekeeper Hussain T 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Autumn 1979 


(26/09/1979) 


Captain Lightfoot A.F 


Allison J.K 2nd Eng Officer Bullen M.C 
Kumar D 2nd Eng Officer McCarthy J.S 
Morgan D.C 3rd Eng Officer Hughes J.H 
Kelly P 4th Eng Officer Emmins C 
Cross W.M Jnr Eng Officer Latham C 
Beale J.H Electrical Officer Campbell N.C 
Breivik P.R 

Traynor J.A 


C.P.0 Mukherjee K.R 
Cook Khalil M 
Storekeeper Biswas J.B 





